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UNCLASSIFIED 

PAGE 01 SINGAP 03462 030809Z 
ACTION EA- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

069647 030812Z/15 

P 030740Z AUG 78 
FM AMEMBASSY SINGAPORE 
TO SECSTATE WASHDC PRIORITY 826 
INFO USDOC WASHDC PRIORITY 
AMEMBASSY BANGKOK PRIORITY 

UNCLAS SINGAPORE 3462 

USDOC FOR BED/OIM/SAD & CMM-SINGAPORE 


Message Text 


E.O. 11652: N/A 
TAGS: BEXP, SN 

SUBJECT: HOSPITAL AND MEDICAL EQUIPMENT CATALOG SHOW 

REF: A) BANGKOK 21789. B) SINGAPORE 3357. 

1 . SINGAPORE CONCURS WITH BANGKOK'S PREFERENCE OF 
NOVEMBER 13-15 DATES PER REFTEL A, PARA 2, WHICH WILL 
ALLOW SINGAPORE IMC SUFFICIENT TIME TO DISMOUNT ENERGY 
SYSTEMS EXHIBITION AND MOUNT CATALOG SHOW DISPLAY SYSTEM. 


2. CATALOG SHOW DATES IN SINGAPORE WOULD THEN BE 
NOVEMBER 16-18 PER REFTEL B, PARA 4. 

3. EMBASSY AWAITS USDOC APPROVAL OF NEW DATES AND 
BUDGET INFORMATION SOONEST. 

INGRAHAM 
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